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RIVALRY AMONG THE PUSH CABTS 


There is an aged fellow who for the past six years has sold fruit and 
candy from a child's gocart parked beneath the window of my office. When I 
first came into my present occupation he was a hale old chap who trudged man- 
fully along the street, and the cart seemed beneath the dignity of this mel- 
low Italian-American whose booming voice could often be heard for several 
blocks when a rival appeared on the scene. He brooked no competition and the 
fury of his invective drove away even the boldest. The police did not allow 
him to sit, for this violates the law of the sidewalk, but once in a while he 
would perch on the running board of a car parked nearby. Then when running 
boards, like trouser cuffs, disappeared for the duration, his legs began to 
fail. Once I offered him an English sitting cane, the kind used at the races 
by swank fellows and by horsey women attired in sport clothes and field glasses, 
but he would have none of it and he waved me away indignantly. 


Now he is really old and feeble. His stock gets smaller and his hours 
are shorter. Today I thought that he would not last another week, so halting 
was his gait. Even as I thought that, a young rival peddling ice cream appear- 
ed at the curb, prepared to do business under the fruit vendor's nose. Instant- 
ly his wrath became audible and what was more, visible. He flung Italian oaths 
in a high pitched treble and his white locks rose like the hackles of some 
fierce dog. He may have yelled a lusty Corpo dai Baccho for all I know, but his 
fury did the business, for the ice cream man folded his tent and slunk off. 
When I turned away, the ancient gent was yowling and grumbling like a querulous 
old hound whose domain had been invaded by some upstart puppy. The patriarch 
is probably good for some time yet and I am planning to buy my fruit from him 
on the way home. I may even address him as Padrdne. At all events, he seems to 
be boss around here. 

H.W.J. 
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4. Aviation Medicine 


. r « SCe, . $ 
gn0UN, F.N.M. The space-time recorder. 290- 


anes, W.4. Optimum time of delay for 
parachute opening. 293-301. 


5. Bactericlegy; Purusitelegy 


“jell. Entow. Ree., Lond., 1542-0, 33: 
(apr .) 


» G.A.K. New injurious Curculionidae 
Col., from the - 1-3. 

JONES, M.G. A description of Aphis (Doralis) 
ramicie, L., and comparison with Aphis 
(Deralis) fabae, Scop. 5-20. 

gimrow, H.E. Notes on the larvae of the 3 
common injurious species of Ephestia; 
Lepidoptera, Phycitidae. 21-5. 

, J.D. & larwaseope for use in iden- 

tification of living culicine larvae. 27- 


9. 

mYANT, G.E. Notes on the genus Pagria; 
fumolpinae, Coleopt. 31-4. 

Eso, H.S. The occurrence of Anopheles 
warteri in Syria. 35-7. 
VINSON, J. Biological control of Diatraeca 
meuriciella, Wik., in Mauritius; investi- 
gations in Ceylon in 1939. 39-65. 

MS, ¥.H.T. Note om the name of the sugar- 
cane borer of Mauritius, Lep., Pyral. 67. 


GBR, E.C. Life history studies on 2 
trematodes of the subfamily Notocoty- 
limse. 179-96. 

CULBERTSON, J.T. Active immunity in mice 
against Trichinella spiralis. 197-202. 
CULBELTSON, J.T. Passive transfer of immun- 
| hy Trichinella spiralis in the rat. 


GREENFIELD, S.H. Age resistance of the al- 
— to Cysticercus fasciolaris. 
CARVALHO, J.C.M. Studies on some Gordiacea 
of North and South America. 213-22. 
PERES, C.E. Trichinella spirelis; incidence 
of infection in 3 and rats in the 
New Orleans area. 6. 
CHANDLER, A.C. Mesocestoides manteri n. 
Sp. from @ lynx, with notes on other 
or A eeanaee species of Mesocestoides. 


MAC DOUGALL, M.M. A study of temperature 
effects on gregarines of Tenebrio moli- 
tor larvae. 233-40. 

MADE, K.E. A new spiruroid nematode, 
— buteonis, from Swainson's hawk. 

ROTH, H., & CHRISTENSEN, N.O. Occurrence 
ip the horse of 2 parasites of cattle , 
Ostertagia ostertagi, Stiles, 1892, and 
Cooperia oncophora, Railliet, 1898. 245. 

WOLFSON, F. Oral transmission of Plasmodium 
cathemerium by means of tissues. 245. 

» &., & VARGAS, L. The intravenous 
inoculation of sporozoites of Plasmodium 
@ellinacemm. 246. 


SOSER, G.M. Malignant tumours of the inter- 
Stitial cells of the testis in Strong A 
— Bp Seentea with triphenylethylene. 
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MILLER, E.W., & PYAUS, F.C. The effect of 
oestrone on mice of 3 inbred strains, 
with special reference to the mammary 
glands. 165-68. 
WHITEHEAD, R. The fat of the adrenal cortex 
ba fasting guinea-pigs and rabbits. 169- 
DUGUID, J.B. Hyperparathyroidism in ex- 
perimental nephritis. 177-81. 
GOLDSWORTHY , N.E.; & WILSON, H. The prepar- 
ation of Loeffler's medium in relation 
- the morphology of C diphtheriae. 183- 
92. 
HYNES, M. The isolation of intestinal path- 
ogens by selective media. 193-207.. 
MINETP, F.C. The diagnosis of Johne's dis- 
ease of cattle by cultural methods. 209- 
19. 
GORDON, J., & JOHNSTONE, K.I. Differentia- 
tion between members of the genus Vibrio 
by the bactericidal technique. 221-5. 
HENSON, R.A., & RUSSELL, D.S. Acute haem- 
orrhagic leuco-encephalitis; report of 
@ case. 227-34. 
CAMPBELL-RENTON, M.L. Experiments on shak- 
ing bacteriophage. 236-45. 
HOLT, H.D., & WRIGHT, H.D. Paratyphoid 
carriers; the infectivity of the faeces 
and the failure of chemotherapy with 
sulphapyridine and iodophthalein. 247-51. 
YOUNG, M.¥. Diphtheria diagnosis with 
Hoyle's medium; saponin and sodium-di- 
octyl-eulpho-succinate as haemolysing 
agents in the preparation of the medium. 
GALLIE, T.8. A simple medium for the isola- 
tion of 8. dysenteriae. 256-8. 
ANDERSON, J. A rapid method of staining 
myelin in traumatic neuromas and injured 
nerves. 258. 
TARR, H.A. Tubes for streptococcal group- 
ing. 259-61. 
TAYLOR, G.L., RACE, R.R. ET AL. An unusually 
weakly reacting A blood-group antigen. 
261. 


6. Bielegy; Embryology 
———"fiiman Biol., 1542, 1d: (ay) 


COUNT, E.W. A quantitative analysis of 
> in certain human skull dimensions. 





| ILLOUGHBY, D.P. An extraordinary case of 


obesity and a review of some lesser cases. 
166-77. 


NEUMANN, G. American Indian crania with low 
vaults. 178-91. 

BETZ, B.J. Somatology of the schizophrenic 
patient. 192. 

APPEL, F.W., & APPEL, E.M. Intracranial vari- 
= in the weight of the human brain. 
PRESTON, M.G. Mental status and season of 
conception. 251-5. 

MILLS, C.A. Mental status and season of con- 
ception; a reply to the criticiom of 
Malcolm G. Preston. 255. 


8. Cancerelegy 


e e« SOC. cer, . : No. » 

GREENE, J.S. Rehabilitating the laryngectom- 
ized patient. 3. 

OLIVER, T. How cancer concerns everyone. 4; 


passin. 
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9. Cardiovascu‘ar System 
"Brit. Heart J., 1942, 4: (Apr.) 
WILKINSON, K.D. Two cases of digitalis 

poisoning. 1-6. 


STEIN, W., & UHR, J.S. Congenital heart 
block; report of a case. 7-10. 





woop, P. Congenital pulmonary stenosig; with 


left ventricular enlargement associated 
with atrial septal defect. 11-6. 
CUSHING, E.H., FEIL, H.S. ET AL. Infarction 


of the cardiac auricles, atria; clinical, 


pathological, and experimental studies. 


PERERA, G.A., LEVINE, S.A., & ERLANGER, H. 
Prognosis of right bundle branch block; 
@ study of 104 cases. 35-42. 

CAMPBELL, M. Inversion of T waves after 
long paroxysms of tachycardia. 49-56. 


10. Chemistry; Physics 
Tnalyst, Lond., 1942, 67: 
MUNRO, J.W. The entomology of commerce; in- 


sect pests and their control. 155-9. 
PERRY, H.M., & WEST, T.F. Determination of 





terpinyl acetate and other esters. 159-61. 
RAM, S. Analysis of washing powders contain- 


ing sulphates and sulphonates. 162. 
BOOTH, R.G. Vitamin B] assay in national 
wheatmeal. 162. 
JENSEN, H.R. Light filters for aneurine 
determinations. 162. 


SPECTROPHOTOMETRIC terms and symbols; re- 


port of a panel appointed by the Publica- 


tion Committee. 164. 


BIOCHEMICAL Standardisation Laboratory; tri- 


ennial report, 1940. 165. 
INSECTICIDES as locust poisons. 165. 





J. Biol. Chem., 1942, 145: (May) 


WEINHOUSE, S., & BREWER, J.I. Cyclic wari- 
ations in the lipids of the corpus 
luteum. 617-23. 


STOTZ, E., & BESSEY, 0.4. The blood lactate- 


pyruvate relation and its use in experi- 
— thiamine degiciency in pigeons. 
625-31. 

GETTLER, A.O., & UMBERGER, C.J. A quantita- 
tive method for ethyl alcohol normally 
present in blood. 633-41. 

TOMPKINS, P.C., & SCHMIDT, C.L.A. A polar- 
ographic characterization of nicotinic 
acid and related compounds. 643-53. 

POLLACK, M.A., & LINDNER, M. Glutamine and 

lutamic acid as a growth factor for 
actic acid bacteria. 655-61. 

SHELESNYAK, M.C., & BISKIND, M.S. A simple 
tissue liquefier. 663. 

SCUDI, J.V., & BUHS, R.P. On the colori- 
metric method for the determination of 
the K vitamins. 665-9. 

RAPOPORT, S., & GUEST, G.M. The formation 
of phosphorylated glyceric acid in the 
blood cells of various species. 671-7. 

WOOLLEY, D.W. Some new dietary essentials 
required by guinea pigs. 679-84. 

ROSS, A.F. The fractionation of the amino 
acids of tobacco mosaic virus protein. 


MAYER, G.G., & SOBOTKA, H. Photoelectric 
determination of 4{-alpha-tocopheral 
in serum. 695-9. 

MANLEY, R.H., & EVANS, C.D. The critical 
peptization temperatures of zein in 

concentrated ethyl alcohol. 701. 


~ 


IGREENWALD, I. The solubility of calcium 
phosphate; the effect of pH and of 
amount of solid phase. 703-10. 

GREENWALD, I. The solubility of calcium pho. 
phate; the solubility product. 711-4, 

FISH, W.R., DORFMAN, &.1., & YOUNG, W.c, 

Metabolism of the steroid hormones; the 

isolation of pregnandiol-3(alpha), 20 

(alpha) from the urine of pregnant chip- 

panzees. 715-20. 


{BAT LEY, B., BELFER, S. ET AL. Oxidation, 


reduction, and sulfhydryl in autolysis, 
721-8. 

MAIN, E.R., & LOCKE, A. Carbonic 
zinc in its relation to carbonic - 
drase activation and inactivation. Til 

CHANUTIN, A., LUDEWIG, S., & MASKET, A.¥, 
Studies on the calcium-protein relation 
ship with the acid of the ultracentri- 
fuge; observations on calcium caseinate 
solutions. 737-61. 

LUDEWIG, S., CHANUTIN, A., & MASKET, A.V, 
Studies on the calcium-protein relation 


1 ship with the acid of the ultracentri- 





fuge; observations on serum. 753-61. 

MASKET, 4.V., CHANUTIN, A., & LUDEWIG, &, 
Studies on the calcium-protein relation 
ship with the acid of the ultracentri- 
fuge; influence of augmentation of sem 
with calcium and phosphate salts. 763-9, 

SCHMIDT, L.H., & HUGHES, H.B. Studies on 
bile acid metabolism; the fate of cholis 
acid in the guinea pig. 771-83. 

ALLEN, T.H., BOYD, G.E., & BODINE, J.H. 
Ensymes in ontogenesis, Orthoptera; uai- 
molecular films and fractions of pro- 
tyrosinase activators from grasshopper 
egg oil. 785-03. 

KOCHAKIAN, C.D., & CLARK, L. C., JR. The 
effect of testosterone propionate on the 
arginase content of the liver, kidney, 


4 and intestine. 795. 


WHITE, A., & ELMAN, R. Preparation of 
tryptophane-containing acid hydrolysates 
of proteins suitable for intravenous 
administration. 797. 





J. Phys. Chem., 1042, 46: (may) 
ROWLEY, H.H., & INNES, W.B. Equilibria of 


by 2-dimensional systems. 537-48. 


INNES, W.B., & ROWLEY, H.H. Surface fuga- 
city and the heat of free expansion on 
a@ surface on a single-component insol- 
uble film. 548-54. 

EVERSOLE, W.G., & HART, T.F. The use of th 
h and h’ functions in calculating the 
activity coefficients of strong elec- 
trolytes; dependence of the activity at 
activity coefficient on the concentra- 
tion units. 555-61. 

KOLTHOFF, I.M., PERLICH, R.W., & WEIBLEN, } 


lel The solubility of lead sulfate and of 


lead oxalate in various media. 561-70. 
FETCHER, E.S., JR. A criticism of the 
Teorell-Meyer-Sievers theory of men- 
brane permeability. 570-4. 
BUSWELL, A.M., & GORE, B.C. Quantitative 
ean, analysis of proteins. 575 


SPIEGEL-ADOLF, M., & HENNY, G.C. X-ray dif- 
fraction analysis of protein denature- 
tion. 581-6. 

WEISER, H.B., MILLIGAN, W.0., & HOLMES, J. 
The elimination of sorption-desorption 
hysteresis in hydrous oxide systems; 
silica. 586-96. 

HILL, T.L. Theory of the isoelectric point: 
597-605 
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11. Dentistry; Stomatology 








gums accompanying administration of 
watt 218. 

, W.E. An unusual case of referred 
pain. 218. 

, BAS. A quick and easy method of 
root filling. 219. 

Excision as a method of treat- 
sent of caries. 219. 

, ¥.4.S. Statistics showing the result 
of "using local anaesthesia for all con- 
servative operations in school dental 
surgery. 220. 

ISON, ¥.B., STOTT, L.B., & CRUICKSHANK 
.B, An investigation into the influence of 
synthetic vitamin C as a controlling 
factor in the incidence of dental caries 
in already calcified teeth. 237-9, 


practitioner. 239-44, 
, _ 


. ; ¢.S. A case of scurvy. 244. 
fly, D.H. A broken hypodermic needle in 
the tongue. 245. 


WINN, G. Socket packs 
MVIES, F.G. Worn matrix retainers. 246. 


MRFITT, D.N. Unerupted third molars in 

psychotics. 251. 

MLE, P. Dental caries and its control by 
mineral salts. 251. 

MELSON, D. Orthodontics. 251. 

MATTHEWS, E. Acrylic resins. 252. 

INPERDEPARTMENTAL (The) Committee on Social 


presented by the British Dental Associa- 
tion. 254-63. 


eC.» °. , : y 
—. T.M. Acage of disinclusion and dis- 
tal movement of a second lower premolar 

after loss of the corresponding first 
Permanent molar. 119-21. 

SEY, D.M. Porosity in dental bases, old 
and modern. 121-4. 

COLEMAN, F. Anote on oysts in the region of 
the maxillary antrum. 124-7. 


~"Tllfnots bent. J., 1942, 11; 


TEXT of report presented to State Council 
— status of dental hygienists. 









FURTHER excerpts from testimony given at 
hearings on bill to outlaw mail-order 
dentures, 246-62. 
° « Dent. Ass., » 3: (June 

WRIGHT, W.H. The use of acrylic resin in 
dentistry. 267-74 ” 

s.s. CORRIGAN, C.A., & FISK, G.V. 
Brief replies to some common questions 
Concerning orthodontics. 274-9. 
OBJECTIONABLE advertising. 289. 


Y, E.B. Dental research and the private 
E.B. Retained deciduous incisors. 


iN, L. Contouring oy fillings. 246. 


(UEST, L.H. First London dental centre. 250. 


Insurance and Allied Services; memorandum 


SYLVESTRE, J.E. La nutrition au point de 
vue medical. 311-6. 

ROY, M. Discussion sur le traitement des 
canaux. 316-22. 


li Tribuna odont., B. Aix., 1042, 26: (May) 


PARULA, N. Investigaciones sobre la micro- 
—e de la dentina clinicamente sana. 
FARRELL, M.D. El cine substandard en la 

- ensenanza dental. 157-9. 

CON gran exito se realizaron las II Jor- 
nadas odontologicas del centro de la Re- 
publica. 168-77. 

director de Tribuna Odontologica Dr. 
David \“. Cohen escribe desde Estados 
Unidos para sus lectores; el primer Con- 
greso internacional de ortodoncia marca 
una fecha grande en los anales de la 
odontologia del continente. 180-90. 


12. Dermatology 


~——fiev. argent. derm. sif., 1040, 26: 


ESTATUTOS de la Asociacion argentina de 
dermatologia y sifilologia 4 de septiem- 
bre de 1935. 17-22. 

ALESSANDRI, H., GARCIA PALAZUELOS, P.G., & 

LERNER M., J. La pelagra del adulto en 
Santiago de Chile; consideraciones sobre 
110 casos. 25-40. 

CASTELLON G., M. Pelagra. 41-50 

j-—_—= P., & VERDAGUER, J. Arribof lavinosis. 

BALINA, “PLL. Resultados generales del trat- 
miento y de la lucha contra la sifilis 
en la Argentina. 55-64. 

PRATS G., F., & INFANTE V., L. Tratamiento 
mwasivo gota a gota de la sifilis. 65-91. 

FIGUEROA BODY, E., HARAZSTI, E., & GIACAMAN 

G., J. Experiencia en los servicios de lucha 
antivenerea empleando arsenzoles y arsen- 
oxidos. 92-103. 

DUSSERT, E. La serologia en la sifilis. 104- 





EL 
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MAY, J. Contribucion a la patogenia de al- 
gunas formas de sifilis sin chancro o 
decapitadas. 114-38. 

SEPULVEDA, R. Histopatologia de la en- 
fermedad de Nicolas-Favre. 139-66. 

joj COUTTS, W.E., BRIEVA, I. ET AL. Contribucion 
a la histopatogenesis de la linfogranu- 
lomatosis venerea. 165-72. 

PUENTE, J.J. Tuberculosis cutaneas; al- 
gunos de sus aspectos vistos desde la 
Ciudad de Buenos Aires. 173-89. 

_JNEGRONI, P. Las dermatomicosis de Buenos 
Aires, segun nuestra experiencia. 190-3. 

NEGRONI, P. El problema de las onixts 
micoticas no especificas. 194-9. 

BALINA, P.L., NEGRONI, P., & BASOMMRIO, G. 
Oidiomicosis. atipica, de dificil inter- 

|| pretacion. 200-5. 

NEGRONI, P., QUIROGA, M., & ABERASTURY, M. 
Dermatofitides del tipo eritema poli- 
morfo. 206-10. 

NEGRONI, P. Alergia e inmunidad en las 
dermatomicosis. 211. 

SCOLARI, P.G. Reunion dermatologica de Ros- 
ario. 212-21. 


13. Diagnosis; Clinical Methods 
Canad. J. M. Teohn., 1542-45, 4; (June) 


LUCAS, C.C. What is a gas mask? 49-55. 
~_— A.J. Angioma of the spinal cerd. 
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ROBERTSON, H.G. The Paul-punnell test for BLACK currant wine; a description; 
infectious mononucleosis. 59. absence of fruit. -ooaghl sale 
PARSLOW, F. Stomach lavage ang guinea pig ee toy ge or consumption; 7 
pep an a a ge a ee EGG substitute; misleading label. 44, 
WHIDDEN, H.H. Special staining methods. 62. eee lmbel; 95 per 
ee ge aii ate os cual GELATINE; arsenic in excess of Royal Com 
BATTLE of furunculus; a lay made about the mission standard; ee defence. 46, 

year 21 of the Constitution. 66. JAM; deficiency of — Bacay ‘oan 
ROSA, W.L. Evaluation of vitamin A in LEMONADE powder ; = eading label; absence 
biological fluids. 70-2. * peuttentaa aa nwa pe 
° 1 ibolism cause subs . ° 
ee oy oe ” MACARONI eggoroni; misleading label. 48, 
EICHORN, K.B. Note on a simple method for MILK; 8.9 per cent., 7.8 per oats ont 
zenkerizing paraffin sections of for- 5.7. per cent of added water. ° 
maldehyde-fixed tissues. 76. SUGAR; 17 per cent. of rice flour. 50, 
KRAJIAN, A.A. Krajian's rapid metliod for [1s 
the demonstration of reticulum and col- Food Indust., 1042, 14: No. 6, (June) 
» The 
KBAJIaM, Hora rapid and dependable method | |SHILLINGLAW, C.A. Proposed classification 
for staining reticulum fibres in frozen of the unit processes. 40-3. 
sections. 79. wy oy —- and remove milk 
KRAJIAN, A.A. Formic acid method of decal- 8. ; Passin. 
cification; Evans and Krajian method. MARQUARDT, J.C. Improved practices aid 
80 








. cheese makers. 42. 
KRAJIAN, A.A. Argentaffin cell stain. 80. BARKER, C.R. Directions for making cheese 
ZIFKIN, H. Illumination. 81-3. spreads. 52-5. 
MEES, C.E.K. Direct processes for making |_| HAHN, A.J., & TRACY, P.H. How to calculate 
photographic prints in colour. 84-90. a Rg whe poi el —. 
- 91. oA. - 
BRADY, G.J. Estimation of haemoglobin. 9 pr Pathe 
TRESSLER, D.K. Bnzyme-oonverted corn sirup 
14. Dietetics; Feeds; Nutrition produces better glace fruit. 60-2. 
MEGOWEN, V. Why do you ruin good raw mater 
Am. J. Digest. Dis., 1o4e, 9: (June) ial” 63. 


WEISEL, W., WAKEFIELD, E.G., & SMITH, N.D. 
Indeterminate fever caused by perirectal 
abscess. 181. J. Am. Diet. Ass., 040, 16: (June) 

MOSER, R.H., ROSENAK, 8.D., & HASTERLIK, R.J, 
The intravenous modification of the hip- |*|POTTER, V.R. Why we need vitamins. 369-62, 

puric acid_test of liver function. 183-6. amo ~ —eee gt nit — 

POPPER, H.L. Etiology of acute e . EARNS, G. Recen 
136. > _— ‘al nutrition. 366-9. 

HOELZEL, F. Fear and gastric acidity. 188. EYERMANN, C.H. Food allergy. 370-4. 

SCHNEDORF , J.G., WEBER, C.J., & CLENDENING, A WHITE, R.L. The dietitian as a teacher of 
A vitamin survey of normal industrial dental students. 375-8. 
workmen. 188-91. TERRELL, M.E. Depreciation of food service 

EINSEL, I.H. Superficial ulcerative gastri- equipment. 379-81. 
tis following triparsamide therapy for DIETITIANS for foreign service, medical 
syphilis. 191. department, U.S. Army. 382. 

STEIN, J.J. Gastrojejuno-colic fistula. 192- PARSONS, H.T. The nutritive walue of som 

little-used food products. 385. 

FELDMAN, M. Duodeno-colic and gastrojejuno- HILL, E.A. The importance of whole wheat 
colic fistula; a complication of carcin- and its use. 386-8. 
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FOSES, J.H. The use of sulfonamides in sur- 
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Bol. Hosp. policia nac., Habana, 194<, 1: 





RODRIGUEZ DIAZ, A. La gastrectomia total. 

SOSA DE QUESADA, J. Bloqueo en una dextro- 
cardia. 9-14. 

LASTRA, J.S. Consideraciones sobre las heri- 
das penetraantes del torax. 17-23. 

FERNANDEZ MUNIZ, M., & MIR, M. Bronquuoal- 
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MELO, V.F. Mis impresiones del Primer con- 
greso nacional de medicina interna. 2-6. 
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S Hosp. Gaze, 
NEUSTATTER, 
87-90 


SCHWITE, F. The machine age in medical 
science. 90-2. 
ee F.H. On pyorrhoea alveolaris. 
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le) + Hosp. News, Wash., 1042, 9: No. 9, 


KING, M.K. Surgery of the lower sympathetic 
nervous system. 1-5. 
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STATS, D., & BULLOWA, J.G.M. Failure of the | |DUCKWORTH, G. Ariboflavinosis; reports of 
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aie of the western equine and St. Louis tion. 593. 
types. 75-86. MILLIGAN, E.H.M. Vitamin C and transported 
» D.C.B. The oral immunization of trout cooked meals. 593. 
against Bacterium salmonicida. 87-94. MC CRACKEN, I.E. Scabies notification. 594. 
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ing. 594. 
ATKINSON, E.C. Complacency in anaesthetics? 
595 


ROWSTRON, N.F., & CONNOLLY, D.I. Intravagin- 
al packs. 

THWAITES, J. what isa — King baby” 595. 

KERSHAW, J.D. Planning. 59 

PYE, E.M. The midwife and canta health. 596. 

WEEKS , C.C. Hooch poisoning. 596. 

BURDEN (The) of parenthood. 598. 

TOBACCO-smoking in the forces. 698. 

TYPHUS vaccination. 598. 

RICKEN, R.M.F. The evolution of the public 
health service. Suppl., 65; 71. 

RYLE, J.A. A Whole-time state medical serv- 
ice. Suppl., 73. 





Brit. Me. J., 942, 1: (May) 

AUBERT, E.F., DODD, B.E. ET AL. The univer- 
sal doner with high titre iso-agglutin- 
ins; the effect of anti-a ge 
ins on recipients of group A. 

JONES, T.R.L. Treatment of gonorrhoea, 
balanitis, and acquired phimosis. 664. 
ALBERT, M. Calcification of the interverte- 

bral disks. 666-8. 

SPENCE, A.W. Sublingual administration of 
methyl testosterone. 668. 

— D. A case of Klippel-Feil syndrome. 
SLOTOVER, M.L. Full-term abdominal pregnancy 
with survival of mother and child. 669. 
LUCAS, B.G.B. Apparatus for remote control 

in anaesthesia of the head and neck. 671. 

TUCKER, W.E. Modification of the Anderson 
well-leg method of traction. 671. 

VERRALL, P.J. Amputations. 676-8. 

MARSHALL, G., & HERMON, R. Mass radiography. 


678. 
STALLWORTHY, J. Bleeding after hysterectomy. 


WEATHERHEAD, E. Detection A tuberculosis 
and mass radiography. 

-—, > -B., & H.M.O. Taunt prophylaxis. 

BACHARACH, A.L. Ariboflavinosis. 680. 

BROOK, C. Scabies. 680. 

PICKERILL, H.P. Repair of cleft palate by 
tube graft. 680. 

MOIR, C. Inhibition of lactation. 681. 

wars L.A. Disinfecting ward thermometers. 


Bull. Fulton Co. i. Soo., 1542, Té: No.12, 


STEAD, E.A., JR. The teaching program of the 
—— of Medicine at Emory Univers- 
ty. 4. 

PURKS, ¥.K. The internist's responsibility 
regarding surgical problems of the 
geriatric patient. 5-7. 


° r s8., ° 2 

SEYMOUR, R.A. How physicians can consery 
nursing hours. 275. 

HOLLEY, ¥.J. Massive hemorrhage into adre, 
als; a clinical-pathological case re. 
port. 276. 

UARVILLE, L.B. Acute appendicitis in the 
— General Hospital in 1940, 2% 

l. 

MC NEELY, R.G.D. An unusual case of in- 
testinal obstruction. 281. 

NEWTON, D.L. The body water in health ent 
disease. 283-8. 
ornia West. M., ° 3 

el WANWARING, W W.H. Saprophytic antitoxins, 2, 

ROGERS, H.S. Se address; annual 
session, 

WILBUR, R.L. The “california Physicians’ 
Service and the low-income patient. 2%, 

MYERS, D.a. Can the human body keep pace 
with the airplane“ 287-93. 

LAIRD, G.J., & STAVERN, H. Intraperitoneal 
use of the sulfonamides. 293. 

CARTER, W.E., & HARVEY, R.W. Epilepsy; a 
hazardous disease. 294. 
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Ciba Symposia, 1942-45, 4: (June) 


MAC KINNEY, L. The valture in ancient med 
ical lore. 1258-70. 

MAC KINNEY, L. Vulture medicine in the 
medieval, world. 1272-86. 

MAC KINNEY, L. Vulture medicine in the mod 
ern world. 1287-92. 


~———Gienc. mwed., Rio, lode, Il: 


DIAS, A. Patogenia da ulcera peptica. 7-1i 

MUEHLENS. Diagnose e terapeutica da disen- 
teria amebiana. 16-25. 

KERNAN, J.D. Infeccoes da boca, faringe ¢ 
parte alta das vias respiratorias. 26-35, 

SCHLEICHER, I. Sociedade alema de pesquises 
circulatorias. 36-43. 

LOEWENSTEIN, 0. VON U. ZU. Importancia, lim 
ites e fontes de erro da determinacac # 
metabolismo basal. 53-67. 

KOCH, li. A difteria na epoca antes da sore 
terapia. 68-75. 

WILDEGANS, Hl. O tetano na guerra teuto-pol- 
enesa. 76-83. 

BLAIR, L. Tratamento das feridas oculares. 


{9} 


SCHLEICHER, I. Sociedade alema de pesquisas 
circulatorias. 88-92 


Clin. J., Lond., 1942, 71: (June) 


BROCKBANK, E.M. Byssinosis. 89-92. 

MC MORRAY, T.P. Conservatism in or thopaedi¢ 
surgery. 97-100, 

RYLE, J.4. Dyspnoea. 100-5. 

SKINNER, E.F. Yar neuroses, 106-13. 
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Bull. N. York M. Soll., 1542, 6: (Apr.) 

SCHERF, D. Exercise test in coronary sten- 
osis. 2-14. 

SCINYARTZMAN, J., DRAGUTSKY, D., & ROOK, G. 
Idiopathic Primary osteomyelitis of the 
ribs. 15-9. 

FUCHS, A.M. Bronchial asthma and pulmonary 
tuberculosis. 20-9. 

MC GAVACK, T.H., BOYD, L.J. ET AL. Toxicity 
studies with benzoy1-N-ethy1 piperidine 
hydrochloride; attempted preduction of 
— by cutaneous application, 


Dallas MW. 3., lode, 26: (May) 


CARSON, G.D. Factors encountered in the dit- 
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CUMMINGS, 0.S. Federal rationing ‘of automo- 

a and tires to physicians and surged: 

65-8. 





Deleware M. J., W040, 14; 





Me 
=. M.A. War and postwar psychoses. 


ELFELD, P.F. Results of lobotomies at the 
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, B.G. Kleptomania. 83-6. 

PAUL, F. Observations concerning electro- 
shock therapy. 86-8. 

WOISGRAVE, R.U. Considerations of Hunting- 
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, D.E. The frontal lobes, the pre- 

frontal ‘lobotomy and the psychoses. 96-9. 

goroN, G.J. Neuro-psychiatric aspects of 
carcinomatosis with reports of 2 cases. 
99-105. 

11MBLER, M. TWo cases of bronchogenic car- 
cinoma. 105-12. 

pIERINGER, G.S, Electric convulsive ther- 
apy: mental disorders, 112-5. 

PREYHAN, F.A. A psychosomatic study of 3 
cases of bronchial asthma. 115-24. 

4STAK, J. The manual-minded child. 126-9. 

pmuay, L.B. The neglected child. 129-33. 

GIBLETTE, C.T. Destructive influences in 
the lives of maladjusted adults. 133-6. 


fOSHINA, T. Exanthem subitum, roseola in- 
fantum; a review of the literature and 
report of 80 cases. 235-9. 

PATTERSON, H.M. Ward rounds in a sugar 
—- hospital; reports of 5 cases. 

BERGIN, ¥.N. Clinical suggestions from a 
plantation hospital. 243. 

mown, C.B. Pmeumococcus meningitis; report 
of apparent cure with sulfanilamide. 245. 

TILBAR, C.L., JR. Prematurity; the leading 
cause of infant deaths in Hawaii; a pro- 
port plan for care of premature infants. 

ie 

LUND, R.T. Dyschondroplasia, Ollier's dis- 
ease; review of the syndrome and report 
of &@ case. 249-51. 

VENEREAL disease control. 253. 

MEDICAL unpreparedness. 254. 

WC PHERSON, J.D. War wounds of extremities 
involving bone. 261. 

DICKSON, H.S. Aid ststions and ambulance 
service. 270. 

PINKERTON, F.J. Blood and plasma bank; pro- 
gress report. 271. 





Illinois M. J., 042, 61: (June) 

PHIFER, C.H. The influence of war on the 
practice of medicine; president's ad- 
dress. 448-53. 

COLE, W.H. The treatment of thyrotoxicosis. 

RODANICHE, E., & PALMER, W.L. Current ex- 
periences with E. histolytica infection 
in Chicago. 458-63. 


J.R. Thrombosis of intracranial 
aa sinuses in middle ear suppuration. 

SOULE, S.D. Diethyl stilbestrol. 474. 

MAYMOND, S.W. Avalsion fracture of tibial 
tubercle. 476. 

BULEY, H.M., & ALBERS, E.C. Tryparsamide 
thevapy and impairment of the optic 
nerve. 477-82, 

NEED (The) of uniform standards of medical 


licensure is urgent; Journal says results |) 


of state licensing examinations in 1941 
are striking evidence of lack of uni- 
formity. 484. 

of varicose veins should be 
instituted early; it will lessen discom- 
fort and better enable patients to carry 
on his required duties, physician says 
in article in Hygeia. 486. 


LEONARD, E.T. Bilateral Wilms' tumor; case 
report. e 

CIBELIUS, C.A. Malignant cystadenoma of 
Pancreas; case report. 487. 


1942, 6 ser., No. 106, 


CURRAN, J. The sanatorium patient. 113-27. 
COOLICAN, J. Bone grafting in tuberculous 
hips. 128-32. 

DAVITT, R. Dental sepsis in relation to 
systemic disease. 133-40. 


J. Am. M. Ass., 1942, LID: 


MC NUTT, P.V. The urgent need for doctors. 

605-7. 

CURL, H, High fat diet preceding cholecysto- 

graphy; a review of the literature and 

experimental studies on filling the 

normal gallbladder. 607-10. 

JONES, R.H. Pneumonoconiosis uncountered in 
bituminous coal. 611-5. 

KIRBY, W.M.M., & RANTZ, L.A. The treatment 
of typhoid and dysentery carriers with 
succinylsulfathiazole. 615-8. 

SCHLESINGER, R.W., MORGAN, I.M., & OLITSKY, 

P.K. Significance of neutralizing antibody 
in experimental equine encephalomyelitis; 
@ consideration of its relation to the 
ae in man; preliminary report. 618- 

0. 

SIMONS, E.J. Pneumonia in a rural practice; 
its incidence and mortality. 620-3. 

KORENCHEVSKY, V. The war and the problem 
of aging. 624-30. 

MEYER, B.C. Tube feeding fatalities. 630. 

BANKS, S.W., COMPERE, E.L., & WATSON, C. 

A simple skeletonized plaster splint for 
the cervical spine. 631. 

RICHARDS, G.G., & MOENCH, L.S. Chronic 
lymphatic leukemia; report of a case. 
with survival for 16 years. 632. 

DIETHYLSTILBESTROL. 632-5. 

PROCEEDINGS of the Atlantic City session. 
645; ssim. 

COVENTRY, W.A. Request that American Medical 
Association inspect and approve or dis- 
approve present and future schools for 
training of medical record librarians. 





Irish J. M. Sc., 





657. 
— denied appeal in draft bribery. 
6 


6] REGISTRATION. of diathermy apparatus. 661. 


PUBLIC health under Hitler's rule. 662. 
MEDICAL reconstruction after the war. 663. 
REHABILITATION after injuries to the 

central nervous system. 663. 
HOW the people are fed. 663. 
TUBERCULOSIS in the merchant navy. 664. 
ABDOMINAL (The) surgery of total war. 664. 
FAILURE of German army medical service. 665. 
HINMAN, F. Surgery in cancer of the prostate. 


SNOW, W. Clinical roentgenology of pregnancy. 

670. 

TRAUB, E.F., & ISAAK, L. Fatal pulmonary 
embolism following varicose vein injection. 
670. 

VINSON, P.P. Tuberculosis among medical 
students. 670. 





1542, 38: (June) 


|ROBISON, J.S. Intestinal obstruction; con- 

sideration of an infrequent type of 

7 mechanical obstruction of the small 
intestine resulting from herniation of 

the bowel through an aperture in the 

mesentery. 295-303. 


J. Indiana M. Ass., 











60 





COGSWELL, H.D. The prophylaxis of postopera- 
tive thrombosis and pulmonary embolism. 
304-6. 

REED, W.C., LEONE, G.E., & WOOD, B.A 
modern method of managing acute appen- 
dicitis with rupture and gencralized 
peritonitis. 307-12. 


KILGORE, B., JR. Tobacco intoxication. 313-9. 


NEONATAL mortality in Indiana for 1941. 327- 


9. 
MATERNAL mortality in Indiana for the year 
1941 


J. Kansas M. So0c., 1042, 45: (May) 


BLAKE, C.D. President's address. 193-6. 
MEDEARIS, D.N. The vitamin requirement for 
infants and children. 197-9. 
CARMICHAEL, F.A., & CARMICHAEL, F.A., JR. 
Prefrontal lobotomy in the treatment of 
malignant mental disorders. 200-2. 
—— L. Ruptured extrauterine pregnancy. 





PONCANNON, F. Acute perforated peptic ulcer. 


ae, M.A. Urinalysis before appendectomy. 
07 





J. Maine M. Ass., 1942, 33: (June) 


FISHER, P.R. Records; the problem of every 
hospital. 113-5. 

BISSON, N. Laceration of the abdomen with 
ectopia viscera. 116. 





J. Me. Ass. Alabama, [94I-42, IT: (June) 


STONE, H.B. Biliary diseases as seen by a 
surgeon. 421-5. 

MC LESTER, J.B. Treatment of heart disease 
without special technical equipment. 
425-7. 

CLEMENTS, R.M. A newer treatment for per- 
ennial hay fever. 428-30. 

CANCER clinics for indigent patients. 433. 

CALDWELL, E.V. The sixty-ninth annual re- 
port of the State Board of Censors, in- 
cluding its reports as the State Board 
of Medical Examiners and as the State 
Committee of Public Health. 435-80. 


1542, 41: (June) 


SHURLY, E.L. Remarks on the nature and 
treatment of tuberculosis. 444-8. 

ELLIOTT, A.R. Arterial hypertension; 40 
years in retrospect. 463-71. 

JOHNS, J. Chondroma of the tongue. 471. 

POLLARD, Ii.M., & COOPER, R.R. Is there a 
clinical syndrome characteristic of hy- 
pertrophic gastritis? 473-5. 

CAWLEY, E.P. Tularemia, endemic in southern 
Michigan. 476-8. 

WISHART, D.E.S. Focal infection in the nose 
and throat; retrospect and forecast. 478- 





J» Michigan M. Soc., 


STRAITH, C.L. Treatment of facial wounds due 
to explosions. 484-7. 

MC CUNE, W.S. Staphylococcus meningitis; 
case treated by sulfadiazine with re- 
covery. 487-9, 

HAMILTON, W.H. Medicine and the Antitrust 
Act; a discussion of the government's 
Suit against the American Medical Associ-: 
ation. 489-5, 





J. M. Soc. So. New York, 1942, I: No. 24, 
MAGEE, J.C. Accolade. 7. 


i 





i 





J. MW. S00. -N. Jersey, 1042, 50: (Jum) 

DIEBERT, I.E. Wound infections; diagnosis 
and treatment. 319-21. 

MORICONI, A.F. Post-operative complete 
facial palsy with recovery; report of, 
case. 322, 

SILVERS, H.I. Some problems in the 
ment of cancer of the rectum. 323-7, 

HAWKES, S.Z. Treatment of thrombophlebitis, 
328-30. 

TETHER, R.K. Treatment of general peritop 
itis of appendiceal origin. ° 

MONTGOMERY, T.L., & STEWART, H.L., JR. The 
treatment of the infertile pregnant 
patient. 333-9. 

NEW (A) film of interest to physicians, 34, 


J. S. Carolina M. ASS., 104¢, 35: (June) 


TRULUCK, G.M. Presidental address. 137-4, 

GRANT, D.N.W. Aviation medicine. 141-7, 

HERSHEY, L.B. Am address. 147-51. 

REMINGTON, R.E. Riboflavin. 156. 

KERR, ¥.K., KELLEY, W.H. ET AL. Multiple 
myeloma involving the skull, clavicles, 
sternum, ribs and vertebrae. 159-61, 








1542, 40: (June) 


GRISWOLD, R.A. The treatment of burns. 20}, 

HAMILTON, J.E. Local treatwent of burns, 
207-11. 

FISCHER, K.A. Primary treatment of compouni 
fractures. 212. 

HAYNES, J.E. The treatment and care of 
varicose veins. 214-9. 

ABELL, I., JR. Early symptoms of carcinom 
in the colon and rectum. 219-23, 

LAHEY, F.H. Developments in medicine, 
national, economic, and scientific. 224, 

WEBB, R.G. Tularaemia. 228-30. 

— C.C. Six thousand spinal anesthesia, 
30-4. 

KEITH, D.Y. The sphere and clinical appli 
tion of radiation therapy. 234-8. 

LOVE, J. Advantages of direct x-ray therapy, 
238-42 


Kentucky Me Je, 





Lancet, Lond., 1046, 1: (May) 


TRAIL, R.R. Miniature mass radiography ip 
the R.A.F.; review of 20,000 examination, 


BOISSARD, J.M., & FRY, R.M. Chronic nasal 
diphtheria carriers; cure with sulphanile 
mide. 610-4. 

HULBERT, N.G. Organic diseases presenting 
as psychological disturbances. 614. 
SHEEHAN, H.L . Blood transfusion for obstet 

ric haemorrhage and shock. 616-8. 

RICHARDSON, J.S. Serratus magnus palsy. 618 

TAYLOR, G.N., & WALTERS, A.H. Osteomyelitis 

of frontal bone treated with sulphathis- 


Future of obstetrics. 
bies. . 
— Paints; protection of workpeople. 


MAGIC (The)ley. 629. 

RUNNING (A) commentary by peripatetic cor- 
respondents. 629, 

FLEMING, G.B. Why not an adolescents hos- 
pital? 631. 

— H.C.W. Severe gastric haemorrhage 


627. 


HOLT, M. Trauma and cancer. 631. 
— J.J. Gastric disorders in the Army: 
631. 








61 


62 





STEIGMAN, A.J. Sulphonamide therapy of 
impetigo. . 

gowe, E.G. Misfortune not followed by de- 
pression. 632. 

pagRY, L.A. Temperature taking. 632. 

COLLIS, ¥.R.F. Doubts on vitamin K for the 
newborn. 632. 

W.R. Less smoke now. 632. 

pemnY, H. Ctab. 632, 

WONCRIEFF, A. Nicotinic acid in angina pec- 
toris. 633. 

pearTY, J.C.P. Substitute for glycerin ear- 
drops. 633. 

OAKLEY, W. Dosage of insulin. 633. 

7000 alcohol. 633. 

ALLOWANCES for invalid children. 634. 

L., E.B. Nursing requirement in Manchester. 
635 


° 

WACARTNEY, D.W., & LUXTON, R.W. ET AL. Sul- 
phamethazine; clinical trial of a new 
sulphonamide. 639-41. 

maRnis, L.J. Vitamin-C levels of school 
children and students in war-time. 642-4. 

BARRIS, L.J. Critique of the saturation 
method for determining vitamin C levels. 


644-6. 

FRANCIS, G.E.C., & WORMALL, A. Vitamin-C 
survey of medical students. 647. 

wMRO, H.N. & LAZARUS, S. Capillary fragil- 
ity in peace and war; a statistical com- 
parison. 648. 

SPIRA, L. Incidence of mottled teeth. 649. 

WOGREGOR, J.S., & CRUMBIE, J.R. An im- 
proved leucotome. 654. 

JONES, F.W. Lessons from the louse; a study 
in symbiosis. 661. 

HEALTH of the new worker. 662. 

FUTURE (The) of the population. 663. 

RUNNING (A) commentary by peripatetic cor- 
respondents. 663. 

DAVIE, T.M. Divorce for insanity. 667. 

WILSON, A.C. Sex and taboo. 667. 

REAVELL, J.A. Drying plasma and serum. 667. 





Laval med., 042, 7: (June) 


VEZINA, C. Un cas de polype solitaire du 
colon sigmoid, 281-3. 

TREMPE, F. Cancer du jejunum. 284-9, 

LEMIEUX, R., & NADEAU, H. Meningo-encephal- 
ite et tuberculose., 290-6. 

SAMSON, M., CARON, S., & DESROCHERS, G. Con- 
siderations sur certaines calcifications 
intracraniennes. 297-306. 

CARON, S., & MARTIN, C.A. Considerations sur 
up cas de fracture du crane. 306-16. 

lf BLOND, S. Notes pour servir a 1'examen 
des recrues. 317-24. 


r) - Ass. Rev., ° : (June 
HOSSACK, J.C. I sware by Appollo. 123-7. 


» 4. Practice in the Yukon. 127. 


Biv inn. District of Columbia, Yo42, Il: 
(May ) 


COFFEY, R.J. Diseases of the pancreas; the 
Chronic diseases. 167-74, 

RFIELD, J.0., JR. The etiology and treat- 
ment of gas gangrene. 175-80. 

MANZIGER, L., & BLANK, H.R. Androgen ther- 
. ay agitated depressions in the male. 

MTZ, J. Office gynecology. 184-8, 

THOMPSON, J.L., JR. Palindromic rehumatism; 
Tteport of 2 cases. 189. 


M 


| |LaHz, R.S. 





Wed. Ann. District of Columbia, 04s, 11: 
(June) 


DOWLING, H.F. Why clinical research? 209. 
ER, R.G. Problems in the local use of 
sulfonamides. 211-3. 

BRICK, I.B. Influenzal meningitis; evalua- 
bre of therapy and use of sulfadiazine. 
14-8. 
CULL, V.L. 
tion of 
219-21. 

TODD, R.H. A study of the poliomyelitis 
cases admitted to children's hospital in 
1941. 222-6. 

WEINSTEIN, J.J. Reactions from the trans- 
fusion of anpooled liquid human plasma; 
analysis of 1600 transfusions. 226-9. 


Childhood pneumonia; a correla- 
clinical and autopsy findings. 


Noa B.D. The influence of the bacterial 


flora on the cultivation of Endamoeba 
histolytica. 230. 
DE KLEINE, W. Enriched bread and flour. 


Wed. J. Australia, loae, 1: (Apr.) 





CORLETTE, C.E. On the heat-absorbing or 
heat-lifting capacity of wind in relation 
to the human body, with a table for cal- 
culating it. 453-64. 

GIBSON, W.H.H. Note on a diagram for the 
calculation of the heat absorbing capac- 
ity of a cubic meter of air, based on the 
tables of Dr. ©.E. Corlette. 464. 

Notes on the use of the tourni- 


quet. 465. 

KUDELKA, 0. Mycobacterium tuberculosis in 
milk. 466. 

SMITH, E.T. The operative treatment of 
hyperphoria. 468. 

SURGERY (The) of malignant disease of the 
rectum. 469. 

ALBERT, A. The treatment of burns. 480. 

SIMPSON, F.W. Blood serum in the treatment 
of burns and wounds. 480. 


“Ved. Press & nag? _ 1542, 207: 
Pre 








FARMER and physician. 251. 

MITCHINER, P.H. Some personal observations 
on matters medical and casualties seen 
in the present war. 254-7. 

SMITH, F.E.G. A camp in Canada. 257-9. 

CAWTHRONE, T. Traumatic facial paralysis. 


260-3. 

ROSS, J.A. Radiology and the general prac- 
titioner. 263-5. 

TOWNEND, E.M. Premature labour. 265. 

DECLINE of the West? 267. 

ATT, A.W. Investigation and treatment of 
early mental disorders. 270-4, 

HINE, M.L. The treatment of squint. 274-7. 

INGFIELD, A. The investigation and treat- 
ment of bronchitis in recruits, 277-9. 

SMITH, V.T. The treatment of adenoids in 
children. 279-81. 

FAIRBDROTHER, T.H. Wholemeal bread. 282, 


« Rec., Houston, ° 3 une 

—y 

BENEDICT, W.L. The diagnosis and treatment 
of glaucoma. 325-30. 

BENEDICT, ¥.L. The surgical treatment of 
glaucoma. 330-6. 

SCHULTZ, J.F., & GOAR, E.L. Review of 6,000 
ophthalmic examinations with special 
ee to pigmentation of the cornea. 











3 





FSCHENSRENNER, J.¥%. The diagnosis of head- 
ache due to ear, nose, and throat path- 
ology. 339-42. 

MALONE, P.W. The effect of flight on the 
human ear. 343-5. 

STROUD, S.K. Some practical observations 
on industrial ophthalmology. 346-9. 


« Times, o> , une 

LEVITT, A., & SCHAUS, J.P. Clinical experi- 
ence with globin insulin. 187-9. 

BEHREND, M. Cancer of the colon; a plea for 
early diagnosis. 190. 

HILLER, R.I. Experience with the Rehn- 
— operation for rectal procidentia. 

91-4. 

SNEIRSON, H. A tragedy in regional ileitis; 
— report with oritionl discussion. 
194-7. 

WIPPERN, V., & GUNN, S.A. Hypotensive 
= of theobromine-calcium gluconate. 

97-9. 

CUSHING, R.G. The tnerapy of gastric dis- 

orders. 200-2, 


led. Yoman J., ’ 

BIRCH, C.L. Blood banks and the war. 161-4. 

DANIEL, A.S. A cautious experiment; the 
history of the New york Infirmary for 
Women and Children and the Women's Med- 
ical College of the New York Infirmary; 
pg its pioneer founders, 1863-1899 

SMITH, M.L. Rural county health work in the 
South; as viewed by the human guinea pig, 
@ woman county health officer. 181-3. 

GILLETT, L.H. Getting the most for your 
food dollar. 184-9. 


Mississippi Doctor, 1942-493, 20: 


STREET, A. The medical profession today. 1-3.) 

MARSHALL, E.K., JR. Sulfaguanidine as a 
chemotherapeutic agent in intestinal in- 
fections. 4-9. 

CROHN, B.B. The chronic diarrheas. 10-3. 

BIER, R. The future of medicine in Selective 
Service. 27-31. 

ROSS, C.J. Circumcision by ligation; pre- 
cautions in technique. 32. 

UNDERWOOD, F.J. The supply of physicians in 
Mississippi. 45-9. 


“Nebraska M. J., 1042, 27: (June) 


BECKER, S.W. Dermatologic fashions. 199. 
GRODINSKY, M., & RUBNITZ, A.S. Mucocele of 
the appendix and pseudomyxoma peritonei; 
@ clinical and experimental study. 201-5. 
= R.R. Disability following cholecystec- 
— W.F. Diverticulum of the urinary 
r. ° 
MARGOLIN, M. The value of lanatoside-C in 
the treatment of heart disease. 215-7. 








. 10, 


1-. 


FULTON, J.F. Medicine and air supremacy. 
873-80 


KARPOVICH, P.V., & MILLMAN, N. Vitamin By 
and endurance. 


881. 
NASON, L.H. Keloids and their treatment. 
883-6. 


LURIE, 
ness in the light of recent animal ex- 
perimentation. 886-90. 


M.H. Otology; the treatment of deaf- 


1 


15} 


(" N. York State J. Me, 


SWEET, R.H., MALLORY, T.B., & ALLEN, A.W, 
Foreign-body perforation of ileum; gen- 
eral peritonitis. 891. 

LYONS, C., BRAILEY, A.G. ET AL. Acute hem 
orrhagic pancreatitis; cholecystitis, 
chronic; choledocholithiasis, probable 
peritonitis, acute, Cl. welohii. 892.4, 
CASE history; fatal pernicious vomiting a 
preg ° 

WILKINS, R. Recent developments in the patie 
ological physiology of hypertension, &. 
901. 

HARTLEY, G. Experimental allergic inflam. 
tion of the intestine. 901. 

SKINNER. Spontaneous renal infarction in 
infants. 901. 


. 7 °, , 


CASTLE, W.B. Some remarks on therapy for 


EENWALT, T.J., & TAT, R.J, 
Familial nonhemolytic jaundice; report 
of a case with liver biopsy. 909-12, 

APPEL, B., & MESSINA, S.J. Pili torti her- 
editaria. 912-5. 

HAYES, J.E., & GILL, C.E. Typhus fever is ~ 
Massachusetts; report of a case con- 
tracted in an out-of-state endemic ares, 
916. 

HOMANS, J. Vascular disorders of the ex- 
tremities. 917; passin. 

ROPES, M.W., FITZHUGH, G. ET AL. Endoc- 
carditis, bacterial type 7 pneumococcus; 
renal infarction, complete, Hn kidney; 
splenic infarction, small. 

GRAHAM, J.R., HOLMES, G.W. ET AL. <r 
of pancreas, invading duodenum. 926-8, 

—- (The) and surgical aspects of gout. 

~4. 


| 


FLOTHOW, P.G. Lesions of the intervertebral 
disc; facts and fallacies. 152; 196. 
—o K. Chemotherapy of tuberculosis. 

185-90. 


TRIMBLE, H.G. Treatment of pulmonary tu- 
berculosis; followup study with special 
reference to collapse therapy. 190-3, 

NARODICK, P.H. The tuberculin Patch test; 
its evaluation as compared to the Man- 
tour P.P.D. test. 193-6. 

LAYTON, E.H. Torsion ~ spermatic cord; re- 
port of case. 

CONNER, C.E. Unusually large dose of sul- 
fathiazole; report of case. 

|PARKINSON, E.D. Premalignant lesions of 
—. rectum and anus. 206-8. 

SARVIS, E.S. Treatment of Brucellosis by tht 
use of sulfaguanidine. 208. 





© : (June 

PHYSICIAN (The population. 1140. 

COMBES, F.C. Bacterial filtrates in the 
treatment of cutaneous infections. 114% 


5. 

-|SCUDDER, J. Blood studies in shock as a 
guide to therapy; the defense mechaniss 
of the kidney. 1146-9. 

WILENSKY, A.O. Retention of the sphincter 
in the radical operation for carcinom 
of the rectum and rectosigmoid. 1150-4+ 

RUMMEL, F.J., TRUBEK, M. ET AL. Clinice- 
pathologic conferences; fourth medical 
division of Bellevue Hospital. 1155-9. 











66 





MOULOSIS in wartime. 49. 
, N.L. Tuberculosis mortality in New 
with special reference to women 
of the child-bearing age. 51-62. 
, J.L. Cerebrospinal fever; a review 
of 34 cases. 63-70. 
ICKERILL, H.P. Reorientation in the treat- 
gent of burns. 70: 


BRECHET, Quelques experiences sur le mer- 
fen par le medecin de troupe. 248. 

KROETZ, C. Herztherapie. 250. 

PROB’ EME des Klimas. 251. 

SCHAR, A. Unsere Ernahrungslage. 251. 

L'AVORTENENT therapeutique en France et le 
Code de deontologie. 252. 

PATRY, R. L'accoutumance au traumatisme 
operatoire. 271-4. 

BRECHET, J. Zur Chirurgie des Sympathikus. 
275; passim. 





, I1.M. The development of a neurol- 

ogical unit in a general hospital. 79-98. 

rR , F.T. Medical treatment of the 
personnel of the 3 armed forces. 100-2. 

SOCIAL Security Amendment Act; collection 
of fees. 107. 

pemert, F.0. The art of obstetrics; a 
century of progress. N Zealand Obst. 

Gyn. Soc. Sect., 7; passin. 

LvY, L., & GORDON, D.C. New Zealand Ob- 
stetrical and Gynaecological Society; an- 
nual report and balance sheet, February, 
_ N. Zealand Obst. Gyn. Soc. Sect., 
14-6. 


co Coast M., ’ : No. 2, 

BERSON, G.V. Treatment of war burns. 2-5. 

ASHBURN, ¥.W. Emergency treatment of acute 
AQbdominal injuries. 6-11. 

WALDEMAN, K.O. Low back pain. 12-4. 

KAPPENBERGER, R.C. Actinomycosis; a re- 
view, with case report. 16-20. 

ROANTREE, R.P., & WILSEY, D.B. An unusual 
accident case. 20. 

MGLEY, R. Color blindness in railroad 
employees. 22, 

MAKEL, H.H. Faulty posture and its compli- 
cations. 24-6. 

BEARD, H.H., & PIZZOLATO, P. Observations 
on the relation of urea and glycine to 
creatine synthesis; a reply to papers of 
fisher and Wilhelmi and Schoenheimer and 
associates. 26-32. 


Postgrad. Me Jes Lond., 
— T.J. Cardiac problems in recruits. 





Toaz, Is: 


PARSONS-SMITH, B. Some aspects of heart dis- 
ease in relation to rheumatism. 10-4. 


Praxis, Bern, 1942, 31: 





STAD, E. Beitrag zur Klinik und Therapie 
der Akrozyanose. 93-7. 

1002, H. Les statistiques de la mortalite 
tuberculeuse. 97-101, 

SCHYERZ, F. Die altesten anatomischen Be- 
ne nengee der Hottentottenschurze. 102- 


12002, R.M. Traitement des nausees et des 
Youissements. 104. 
1002, H. Traitement des hemorrhoides. 105. 
» R.M. Traitement de la gale. 105. 
NGIENE mentale a Lausanne. 186. 
PROPOS (A) de l'image de notre corps. 106. 
MAIEIPREIS (Der) unserer Nahrungsmittel. 


KURPFUSCHER in Deutschland. 107. 

PANETH, L. Fleckfieber. 108. 

UEBER Arzthonorare. 108, 

ASHER, L. Die leistungen des £igenweltsner- 
vensystems; sympathisch-parasympathisches 
oder vegetatives Nervensystem. 235-42. 

SCHINZ, H.R., ZUPPINGER, A., & BOTZTEJN, C. 
Bilanz uber die Bestrahlungsresultate der 
maligneni Tumoren im Jahre 1914. 242-8, 





TECOZ, H. Traitement du prolapsus total du 
rectum chez l'adulte. 287. ; 

TECOZ, H. Chirurgie du pannus corneen 
trachomateux. 287. 

CORAMINFIL'. 288 


PLETHORE (La) medicale. 290. 
TUBERCULOSE (La) des Bretons. 290. 
HOLLER ,G. Erfahrungen uber Bazillenruhr. 
xii. 


Here WR. Neue Wege der Medizin. 289. 


Pe 


Q. Bull. Northwest. Univ. M. School, 194<, 
16: 





ABT, A.F. Vitamins in infant nutrition; pre- 
disposing conditions which may be respon- 
sible for vitamin deficiencies. 81-88. 

KENDALL, A.1I. Epidemiology of epidemic cere- 
brospinal meningitis; studies in bacteri- 
al metabolism. 105-9. 

HAUSER, E.D.W. Common disorders of the foot. 
110-3. 

SEATON, L.E., & ANSON, B.J. The arterial 
supply of the small intestine. 114-22. 
PERLOW, S,, & BARTH, E.E. Primary thrombos- 
is of the axillary and brachial veins; 

report of 2 cases. 123-7. 

ANSON, B.J., MORGAN, E.H., & MC VAY, C.B. 
The anatomy of the region of inguinal 
hernia; the fundamental structure of the 
inguinal and scrotal layers, as demonstra- 
ted in cases of indirect inguinal hernia. 
128-41. 

SHOCH, D., & FOGELSON, S.J. The effect of a 
protein denaturant on histamine ulcers. 


142. 

GILBERT, N.C. The Medical Society at Fleece 
Inn. 143-9. 

CARR, B.W., BISHOP, W.E., & ANSON, B.J. 
Mammary arteries. I'50-4. 





Rev. med. Suisse rom., 1940, 62: 


ROCH, M., & FEHR, J.J. Les cirrhoses a la 
clinique medicale de Geneve de 1931 a 
1940. 81-3, 

GUINCHARD, P. Remarques dur l'action ther- 
apeutiqae de l'association phosphore- 
vitamines. 84-90. 

MARTIN, E. Les diarrhees grasses. 90-111. 

JEQUIER-DOGE, E., & WERNER, G. Les compli- 
cations pulmonaires des infections des 
voies aeriennes superieures. 112-35. 


fejcRoscuRIN, J., & DUBOIS-FERRIERE, H. Ilyper- 


tension dans un cas de maladie d'Addison. 
136-41. 

CARDIS, F. Perforation broncho-pleurale as- 
phyxiante sans hyperpression pleurale dans 
un pneumothorax bilateral; Guerison par 
aspiration continue. 142-8. 

YERSIN, M.C.G. Ventres de Bois. 148-52. 

CESRETAN. Cas chirurgicaux. 153-5. 

GLIOME medullaire. 155. 

MALADIE de Calve-Legg-Perthes. 156. 

CHERIDJIAN & GILBERT, R. Quelques cas de 
tumeurs malignes. 156. 


7 
JUILLIARD, C. Triple fracture du maxillaire 


inferieur. 156. 
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CUERIDJIAN. Ethmoidite suppuree. 157. 

FISCHER, R. Genou ballant. 157. 

DU PASQUIER, G. Deux cas d'anastomose uret- 
ero-sigmoidienne. [58. 

MEURON, DE. Trois cas d‘uterus double. 158. 

SCIMID. Un cas de lymphogranulome. 159. 

REYMOND.. Un cas de pericardite; difficultes 
de diagnostic. 160. 


““Rlev. soc. med. quri. Zulia, 1942, 15: 
(Jan.) i 


JIMENEZ, J.B. Discurso, Pronunciado en la 
Sesion inaugral del Colegio de medicos 
de Maracaibo. 1496-9. 

URRUTIA LOAIZA, R. Ruido epigastrico anor- 
mal por piloroptosis, con presentacion 
del caso. 1502-5. 

VELASCO, A.V. La colecistectomia y sus re- 
sultados. 1505; passim. 


~——~fihode fsTand W. J., (542, 26: 


HUSSEY, F.V. Presidental address. 123-7, 

CUTTS, F.B. Arthritis. 127-30. 

CLARKE, B.E. The history of the microscope 
and early microscopy. 131-9. 


~—"foezy Mountain 0. J., az, 3; OSS 


LAHEY, F.H. The management of lesions of 
the stomach, duodenum and jejunum. 414-7. 

WARING, J.J. The anatomy of angling. 417-20. 

MILLER, E.A., & REST, A. Renal tuberoulosis. 
421-31. 

WILSON, W.J. Pulmonary tuberculosis among 
the Mexican population of Weld County, 
Colorado; a study of 1,745 persons 
tuberculin tested. 432. 

HILTON, J.P. The prevention of herpes feb- 
Tilis. 433. 

CONNELL, J.E.A. Perforation of solitary 
divertioula of the colon; with report of 
@ case in the transverse colon. 435. 

REGISTRATION of diathermy apparatus ordered 
Fama Communications Commission. 


S. Afr. 


H 
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Me Je, 1942, 16: (Apr. ) 

RAUCH, J.il. Toekomsplanne. 153-5. 

HAY-MICHEL, A. A state medical service. 156. 

SCHULENBURG, C.A.R. The closed-plaster treat 
ment of war-wounds. 159-64. 

RABINOWITZ, I. Compound depressed fracture 
of skull with subdural haemorrhage, and 
notes on the sulphonamides. 166. 

CONNAN, P., LE ROUX, P.D., & MARAIS, E.J. 
ee of the uterus with pregnancy. 

FERGUSON, D.L. Notes on 2 cases of typhoid 


{9 














CHRIST, A. Klinische Erfahrungen mit dep 
neuen Desinfektionsmittel Desogen. 441, 

PAILLARD, R., & WYSS-CHODAT, F. Hyper 
ilite cutanee aux anesthesiques locayy 
du groupe de l'aniline. 442-4, 

BUCHER, R. Ein neues Transfusionsgerat fg 
adie Armee und den praktischen Arzt, 

FRUCHBARKEIT (Die) der Geisteskranken, 44, 

KOUSMINE. Rapport concernant 30 cas de Deph- 
rose lipoidique observes de 1913-1949 
a Zurich au Kinderspital. 448. 

FANCONI, G. Familiare Infektion mit Di 
hepaticum. 449. 

FANCONI, G. Ueber Speicherkrankheiten. 49, 

FANGONI, G. Tay-Sachssche amaurotische 
Idiotie. 449. 

WISSLER, H. Sepsis und sepsisahnliche Kran. 
heitsbilder. 449. 

FANCONI, G. Die Cystinkrankheit. 450. 








FANCONI, G. Cooley- oder Erythroblastemm.- 
mie. ° 

BUCHSER, H. Mastoiditis, ihre Komplikatios 
und Cibazoltherapie. 451. 

FANCONI, G. Benigne chronische Agranulog- 
topenie beim Saugling. 451. 

BUCHSER, H. Schwerhorigkeit und Prostignin 
therapie. 452. 

MASSINI, R. Dié Therapie der Angina pec- 
toris. 457-61. 

UVNAS, B. Prothrombin und Vitamin K. 46144, 

GLANZMANN, E. Panh ytophthise, Agram- 
lozytosesyndrom und Leukamie im Kinde 
salter. 465; passin. 

PRESSBURGER, R. Das Heufieber. 469-72, 

GAUTIER, P., & PARHAMI, Y. Oedeme pulmon- 
aire subaigu et curable des nourrissom, 

FANCONI, G. Sporadische Hamophilie mit pas 
sagerer Thrombopenie. 474. 

FANCONI, G. Atypische subakute Bronchopnem 
monien. 475. 

FANCONI, G. Die pertussoide eosinophile 
Pneumonie des jungen Sauglings. 475. 
FANCONI, G. Die pseudoluetische Wae Bronchi- 

pneumonie. 475. 

FANCONI, G. Ectodermose erosive pluriori- 
ficielle; leichte meningitische Reimm, 
Bienenhonigidiosynkrasie. 475. 

FANCONI, G. Wochenlang andauernde essentiel- 
le paroxysmale Tachykardie beim Saugling: 

476. 





Schweiz. med. Wechr., 1942, 72: 


MONTANDON, A. Diagnostic differentiel entre 
deux types d'areflexie vestibulaire pat 
la sphygmomanometrie retinienne. 476. 

LUCHSINGER, R. Kasuitischer Beitrag mi den 
Kehlkopf lahmungen bei Lues I]. 477. 





carriers discovered as a result of the 

Vi agglutination test for bacillus ty- 

phosus. 168. 
Opie, WH. A note on prophylaxis of measles. | 
ADENDORFF, E.L. Medico-legal; dentistry, in 
the Supreme Court of South Africa, 
Witwatersrand local division. 171. 





Schweiz. med. Wschr., 194¢, Ta: 

LUSCHER, E. Rhinopathia vasomotorica und 
verWandte neurovaskulare Storungen der 
Nase und der Nebenhohlen, 432-7. 

RONA, N. Ueber eine neuartige Behandlung 
, age Formen der Lungentuberkulose. 

JOEL, C.A. Zur Biologie der menschlichen Sam- 
enfaden. 440 


I 











Sem. meds, Bo, Air., 1542, 40: en 
BAZAN, F., SUJOY, E., & MAGGI, R. Mortalided a 
por bronconeumonia sarampionosa. 1031-65 LINAS 
MARTINI, J.L. La glutationemia en el embatr poo 
azo y puerperio normales. 1 . un 

GOLDENBERG, C. Paralisis infantil; contri- _ 
bucion a su estudio terapeutico. 1 

BERDEAL AVILA, D. El aborto terapeutico em Pre 
la mola hidatiforme; aplicacion del teal 
metodo de Boero. 1053-5. 

CHAMORRO, T.A. A proposito de las utimas 106 eo 
cesareas en la Maternidad del Hospital enky 
Salaberry. 1055-9. 

BALZE, F.A. DE LA. A proposito del trabaje wr 
titulado Endocrinopatias; relatos clit umn 
icos; fibriloflutter en una tirotoxicosi# ‘on 


grave, bocio nodular hiperactivo. 1 
SALVI, M. Ulcera de la planta del pie por 
cuerpo extrano. 1062-4, 
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\ , Voie Modificaciones de la perme- 
abilidad celular al potasio y al agua 
producidas por la corteza suprarrenal. 
a, R., & BRAUN MENENDEZ, E. Dosaje 
de renina en la sangre de perros hiper- 
tenses por @ renal. 1064. 
iN, F., & RUFF, G. Analisis de la accion 
ica de la pepsina sobre el suero 
antidifterico. 1064. 
12, J.B. Yerba mate y electroencefalo- 
moma. 1064. 
NI, R.Q., & AVOGADRO, A. Accion de 
la pitresina sobre la sed en la diabetes 
insipida. 1064. 
SEPSENWOL, J. Las modificaciones del auto- 
matismo muscular en el desarrollo embri- 
omario, estudiado en cultivos, in vitro. 
ree Panamericana de Clinioa Oftalm- 
ologlea y Comite de Prevencion de la 
a, del Congreso Panamericano de 
Oftalmologia. 1070. 
suNDO Congreso Argentino Sanitario y de 
Medicina Social. 1072. 
















pec- 
BIE, N.D. The responsibilities and duties 

46166, of the president of the State Medical 

eran Association of Texas. 67-71. 

indes i cuves, M.L. Crossing the bar. 72. 


S8VENTY-sixth annual session of the State 


























2. Medical Association of Texas. 74-122. 
1lmon- 
1seons, ‘on 5 ° ’ : (June 
it pass Bis Sick, A. La diphtherie en 1942, attitude 
du public. 553-6. 
hopnews BsMUHA, L. Glandes endocrines et systeme 
nerveux. 556-64. 
- 9. Ln, seonh ny indirecte; 
. onnelle e 
“ ey  & re et sympathique 
BITES, G. Les tendances actuelles de la 
lorie Sante au Canada. 568-74. 
1 mung, namren, A. Les pseudo-queues de cloison. 
. 
entiel- Bld ROCHELLE, P. Un cas de retinoblast ° 
wag] ing. 577... _ 
PILON, J.L. Re-expansion pulmonaire a la 
ae, d'un pneumothorax therapeutique. 
— THIBAULT , E. Un cas de hoquet. 585, 
VARGENCOURT, G. La chirurgie en province; 
entre myome du grele. 587. 
° par MMBARDIER, J.B. Stenese hypertrophique da 
76, Pylore. 589-91. 
1 den (°WIER, R.P.E. L'aspect social d'une as- 
‘ Surance-maladie obligatoire. 596-600. 
MEMBLAY, J. L'aspect economique d'une as- 
Surance-maladie canadienne. 601-4. 
—a waa, 3-8. Aspect professionnel de la loi 
de l'assurance-maladie obligatoire et le 
alided Medecin. 605-7. 
31-6, MRCIER, 0. Echo du tricentenaire. 608. 
mbar> LINAS, H. Traitement medical des peri- 
UT, Traitement 
tris + Tra it des coryzas d'origine 
42-63, bumorale.612. ” . 
o en » G. Evolution de la therapeutique des 
ones purulentes; le traitement med- 
as 10) B'RSCHELDEN, M. Difficultes du diagnostic 
des pleuresies purulentes; les formes 


NSSON, C. Indications du traitement chirur- 
gical; resultats. 634. 

WMARTIN, P. Considerations sur le trait- 

‘ment des brulures. 634. 


& zits & 





LUSSIER, J. Enterite hemorragique avec 
presentation de malade. 636. 

HUDON, F. A propos d'un cas d‘embolie pul- 
monaire. 638. 

PAINCHAUD, P. Volumineux abces otogene du 

2 lobe, temporo sphenoidal gauche; omuver- 
ture et querison. 638. 

VEZINA, C. Un cas de polype solitaire’ du 
colon sigmoide. 638. 

LEMIEUX, R., & NADEAU, H. Meningo-encep- 
halite et tuberculose. 640. 

iMERCIER, 0. Reins en fer a cheval; nouvelle 
technique chirurgicale. 642. 

TREMPE, F. Rapetissement cicatriciel de 
l'estomac a la suite de l'ingestion d'un 
liquide corrosif. 642. 

TREMPE, F. Cancer de jejunum. 642. 
DUBE, E. Le traitement de la pleuresie purul- 
ente chez les enfants. 644. 

VAILLANCOURT, J. Devel t sur le trait- 
ement et l'extraction des corps etrangers 
de l'oeil. 646. 


Vida neuva, Habana, 1942, 49: 
CASTRO PALOMINO, J. DE, & PINA, J. Histi- 


cocitoma xantomizado. 87-95. 
| veptaont ZAYAS, E. £1 control de las 





epidemias que nos amenazan con motivo 
de la guerra. 96-103. 

RODRIGUEZ GAZ, L. Enterocele vaginal pos- 
terior. 104-12. 

SANTAMARINA, V., SOSA BENS, D., & DIAZ 

ROUSSELOT, J. Dos casos de anemia sifil- 
itica grave. 113-7. 


West Tondon NM. J., lo4e, 47: 


DALLY, J.F.H. The West London Medico-Chirur- 
gical Society. 2-6. 

ANDERSON, W.L.G. A study in psychophysical 
parallelism. 6-9. 

DUFF, K. Functional abnormalties of menstrua- 
tion. 9-14. 





4| 


-}HERROLD, R.D. Sulfathiazole for infections 
in the urinary tract. 467-71, 
HELMHOLZ, H.F. Chemotherapy with the sul- 
fonamide - 472-6. 
GROSSMAN, L.L. Nontraumatic rupture of a 
previously normal spleen and its medico- 
| legal aspect; clinical and pathological 
report revealing the embolic manifesta- 
tions of an apparently insignificant. trau- 
matic injury. 477-82. 
TRAUTMANN, M. The prevalence of venereal dis- 
eases in Wisconsin. 483-9. 


WAISMAN, H.A., BRAY, R.W., & MORTIMER, I. 
lder. 


r | FIRST Wisconsin mobile casualty station. 493. 
Meat, a -bui 5l. 
HART, E.B. Milk in national health. 5653-7. 


REGISTRATION amd inventory of narcotics and 
marihuans. 610. 
CHRISTENSEN, C.L. Butter in national health. 
532-5. 
Nee W.V., & PERSONIUS, C.J. Wisconsin 
29. Military and Naval Medicine 
Rev. med. mil., Rio, Teac, ST: 
-, B. A profilaxia das doencas transmis- 
siveis no Exercito, 1. 


cheese. 538-41. 
REYNOLDS, M. Vegetables are vital. 542-7. 
TAVARES MUTEL, I. 0 glutation em medicina. 

4-16. 
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SANZIO, C. Algumas consideracoes sobre a 
manometria do pneumotorax. 17-20. 

PAULINO DE MELLO, L. Profilaxia da tubercu- 
lose no Exercito. 21-32. 

OLIVEIRA PONCE, G. DE. Tuberculosoide. 33- 


CARVALHO, A.J. DE. Acidose cetonica. 41-54. 

BORBA CORTES, A. Algumas consideracoes 
sobre a doenca de Nicolas, Durand e 
Favre. 55-66. 

DAVID, G. Notas sobre o resumo da estatis- 
tica sanitria do Exercito do ano de 1939. 
67-96. 


30. Miscellaneous 


Actas Ciba, Rio, 





NAUMANN, W. Formas primitivas da alimenta- 
cao por cereais. 52. 

NAUMANN, ¥. Da historia do pao. 53-7. 

NAUMANN, . Paes curativos e paes represen- 
tativos. 58-66. 

PROCEDENCIA e extensao das mais import- 
antes classes de cereais. 68. 


T5942, 3: 


KELSEN, H. Platonic love. 3-110. 

MOORE, M. A note on conchology. 113-28, 

FRIEDLAENDER, K. Chil.lren's books and their 
function in latenoy and prepuberty. 129- 


Ann. N. Y. Acad. Sc., 040, 40: 


HUGGINS, M.L. Thermodynamic properties of 
solutions of long-chain compounds. 1-32. 

HEIDELBERGER, M. Introduction to the con- 
ference on immunochemistry. 35. 

SMADEL, J.E., & SHEDLOVSKY, T. Antigens 
of vaccinia. 35-46. 

ZITTLE, C.A., & MUDD, S. Purification and 
properties of the protein of the M 
substance of group A hemolytic strep- 
tococcus. 47-62. : 

= E.E., & PILLEMER, L. Complement, 63- 

KENDALL, F.E. The quantitative relation- 
ship between antigen and antibody in the 
precipitin reaction. 85-106. 

HOOKER, S.B8., & BOYD, W.C. Equine antihemo- 
cyanin. 107-21. 

ROGICK, M.D., & BROWN, C.J.D. Studies on 
fresh-water Bryozoa; a collection from 
various sources. 123-44. 





Am. Imago, 





W.H., & KREML, F.M. Accidents. 18, 
A. MAC D. Air raid shelters. 36. 

- a G.B. Alimentary system, disorders 

RAPPAPORT, 5.Z. Allergy. 40. 

USHER, A.P. American Academy of Arts and 
Sciences. 42. 

PATTERSON, E.M. American Academy of Politic- 
al and Social Science. 42. 

MOULTON, F.R. American Association of the 
Advance of Science. 43. 

MAC EACHERN, M.T. American College of 
Surgeons. 45. 

— O.M. American Library Association. 


LAHEY, F.H. American Medical Association. 51, 
ISAACS, R. Anaemia. 52. 

LUNDY, J.S. Anaesthesia. 53. 

CHAPPLE, E.D. Anthropology. 565. 

MOVIUS, H.L. Archaeology. 59-63. 

DACK, G.M. Bacteriology. 87. 

KOCH, F.C. Biochemistry: enzymes. 99. 


SANGER, M. Birth control. 100. 

LOTKA, A.J. Birth statistics. 101. 

WINTERICH, J.T. Book collecting. 106, 

woop, F.C. Camoer. 144. 

—- - » T.J. Catholic Library Assoc: 
47. 

TRUESDELL, L.E. Census, 1940. 148-63, 

KENDALL, J. Chemical warfare. 157. 

KLUMPP T.G. Chemotherapy. 160. 

MC CONNELL, B. Child lgbour. 164. 

LENROOT, K.F. Child welfare. 166. 

RICE, S.0. Cocoa. 185. 

JORDAN, E.P. Common cold. 187. 

SMITH, B. Crime. 203. 

RICE, S.E. Dairying. 209. 

MURRAY; A., & LLOYD, M. Dance. 212-5, 

LOTKA, A.J. Death statistics. 217. 

MINER, L.M.S. Dentistry. 229. 

FOX, H. Dermatology. 230. 

JOSLIN, E.P. Diabetes. 231. 

DISASTERS, during 1941. 234-6. 

CAMPBELL, W.G. Drug and drug traffic. 

SOSKIN, S. Endocrinology. 257. 

BUNDESEN, H.N. Epidemics and public health 
control. 260. 

ARMS, J.T. Etching. 261-3. 

BENEDICT, W.L. Eye, diseases of. 268, 

-"~ J.E. Federal Bureau of Investigation, 


2-4. 

BRAND, C.J. Fertilizers. 278. 

ROUSH, G.A. Gas, natural. 299. 

SPENCER, ¥.P. Genetics. 300. 

TITUS, P. Gynaecology and obstetrics. 321, 

WHITE, P.D. Heart and heart diseases. 326, 
E. Horticulture. 334. 

AGNEW, G.H. Hospitals.335. 

WooD, E.E., & YERBURY, F.R. Housing. 335-7, 

EMBREE, E.R. Illiteracy. 341. 

MESTON, J.S. India. 343-5. 

FISHBEIN, M. Industrial hygiene. 347. 

HAMOR, W.A. Industrial research. 347-50. 

INPANTILE paralysis. 350. 

LOTKA, A.J. Infant mortality. 351. 

GOLDING, C.E. Insurance, accident and health 


| 
i 


I 


4 


352. 

LINCOLN, L.A. Insurance, life. 353. 

TREADWAY, W.L. Intoxication, alcoholic. %l. 

_JCANNELL, D.A. Iran. 362. 

HOURANI, A.H. Iraq. 363. 

MITCHELSON, A.T. Irrigation. 365-7. 

SMITH, B. Kidnapping. 378. 

FANSHAWE, M. League of Nations. 393. 
BINFORD, C.H. Leprosy. ° 

joj JONES, D.C.H.. Libraries. 397-9. 

I A.J. Liquors, alcoholic. 
ELEAZER, R.B. Lynchings. 406. 
BALDWIN, F.M. Marine biology. 414. 
GROVES, E.R. Marriage and divorce. 
FISHBEIN, M. Medicine. 421-4. 
LOCKE, A. LE R. Negroes, American. 
GRINKER, R.R. Nervous system. 473. 
=~ L.H. Newspapers and magazines. 


OBITUARIES. 492-6. 
HULBURT, R.G. saeaeanteee 499. 

OSGOOD, T.H. Physics. -6. 

Ivy, 4.C. Physiology. 526. 

CECIL, R.L. Pneumonia. 529. 

VIETS, H.R. Psychiatry. 546. 

KATZ, D. Psyohology. 547-9. 

PHELPS, E.B. Public health engineering. 
DODGE, J.V. Publishing, book. 5651. 

QUIMBY, E.H. Radioactive isotopes. 559. 
ROUSH, G.A. Radium. 5659. 

RYAN, P.E. Red Cross. 564, 

BARTON, P.C. Serum therapy. 596. 

GARDNER, L.U. Silicosis. 604. 

DAWSON, L.H. Social security. 609. 

ABBOTT, £. Social service. 610. 

BECKER, H. Sociology. 611. 

SHIELDS, R.H. Soybeans. 618. 

= K.B. Special Libraries Associatio® 


400, 


416, 
472, 
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qyeR, C.A. Spices. 621. 
A.J. Suicide — 636. 
wrens, ¥. Surgery. . 
goin, J.V.L. Television. 648. 

, JA. Tuberculosis. 663. 
(IVERSITIES and colleges. 682-9. 

, ¥.F. Urology. 690. 

om S-°- Vegetable oils and animal fats. 
YONDERLEHR, R.A. Venereal diseases. 694. 
WRILIAT, L.A. Veterinary medicine. 697. 
pm, F.C. Vitamins. 700, 
(MISTIE, A.C. X-ray. 732. 


——Slencia, Mex., 1542, 3: (Jan.) 


CABRERA, B. El atomismo y su evolucion. 
3; passin. 

WSLLO-LEITAO, C. DE. Alguns comentarios de 
ecologia geral. 12-4, 

CONGRESO XXVIII. internacional de american- 
istas.23. 

ywocHt, W. Nueva forma de representacion 
basica para fines agro y fitoclimaticos. 
24-9. 





- Bull., 
BIERRING, W.L. Medical licensure in rela- 
tion to the accelerated program of med- 

ical schools; a supplemental report. 165- 


E.S. Acceleration of medical train- 
ing in Canada. 174-81. 
CALIFORNIA physicians fee found slightly 
hi e . 
(M0HNICIAN killed while demonstrating x-ray 
machine. 184, 
MFUGEE wins right to take examination to 
practice. 185. 
=. Foundation aids in the emergency. 


“Titus. Engin., balt., 1948, 57: (June) 


STURROCK, W. Let's evaluate present day 
seeing requirements; footcandles. 347-57. 

OWINGS, N.A. The illuminating engineer and 
the architect. 369-76. 

IkIS, L.S. A graphical method of determin- 
ing lighting costs. 377-81. 








J. Agr. nes., l94¢, 64: (June) 


STSINSERG, R.A. The process of amino acid 
formation from sugars in Aspergillus 
niger. 615-33. 

MED, H.S. The relation of zinc to seed 
production. 635-44. 

STEINBERG, R.A., & THOM, G. Reversions in 
morphology of nitrite-induced mutants 
> Aspergilli grown on amino acids. 645- 


STUMBO, C.R., GAINEY, P.L., & CLARK, F.E. 
Microbiological and nutritional factors 
in the take-all disease of wheat. 653-5. 

SOLDSWORTHY , M.C., GREEN, E.L., & HALLER, 

iL, Fungicidal properties of 2,4-diamino- 
ai lamine and other substituted 
diphenylamines. 667-78. 


~~ Nature, Lond., 1942, 145: (way) 


BRAGG, L. A theory of the strength of met- 
als. 511-3. 

BROOM, R. The hand of the ape-man, Paran- 
thropus robustus. 513. 

MYLOR, F.S. Science and society. 515. 

QUANTITATIVE and qualitative method in 
Sociological research. 516-8. 


|HARTUNG , E.J. Production of optical glass 

in Australia. 518. 
POWELL, R.W. History of the British thermal 
unit. 525. 
BIELSCIOWSKY, F., & GREEN, H.N. 2-Amino- 
fluorene as growth inhibitor for bacteria 
and rats. 526. 
ASCHNER, M., ALVINERI-SHAPIRO, S., & HESTRIN, 
S. Enzymatic synthesis of levan. 527 
PHILIP, U. Meiosis in Drosophila. 527. 
SIBAIYA, L. Time of collapse of a soap bub- 
ble. 527. 
STEIN, L., & WERTHEIMER, E. Proteins suscep- 
tible to cold in pathological sera.52&. 
JONES, W.H.S. Influence of snobbery on the 
practice of medicine. 529. 


cience, ’ 3 une 


JEANS, J. Is there life on the other worlds? 
589-92 


SPENCER, R.R., & MELROY, M.B. The mechanism 
pa adaptation to carcinogens. 
59 -6. 

DRUG control in India. 596. 

FLORA (The) of Cuba. 597. 

FERRIS, G.F. The American Commission on 
Scientific Nomenclature in Entomology. 


598. 

|S|CHANG, N.F., & RICHARDSON, H.L. Soil fer- 
tility and manuring in Chine. 601. 

GREEN, R.G. Om the nature of virus adapta- 
tions. 602, 

CHANDLER, F.B. Slueberry storage. 603. 

MARTIN, G.J., & FISHER, C.V. Urethane; 
absence of parallelism with the antisul- 
— action of p-aminobenzoic acid. 

3. 

SHORR, E., BERNHEIM, A.R., & TAUSSKY, H. 
The relation of urinary citric acid ex- 
cretion to the menstrual cycle and the 
steroidal reproductive hormones. 606. 

COGAN, D.G., & KINSEY, V.E. Physiologic 
studies on the cornea. ° 

KOHMAN, E.F., & PORTER, D.R. Physiological 
activity of ascorbic acid in plant life. 
608. 

DUNHAM, ¥.B. An egg inoculator and shell 
membrane teaser for virus culture. 609. 

WELLS, ¥.F. A Quantitative vaporizer. 609. 

JOHNSON, F. Heat inactivation of wheat 
mosaic virus in soils. 610. 
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ve xas os » ° ° 


SNELL, E.E., & STRONG, F.M. Assay method 
for riboflavin. 11-3. 

PENNINGTON, D.E., SNELL, E.E. ET AL. Assay 
method for pantothenic acid. 14-7. 

SNELL, E.E., EAKIN, R.E., & WILLIAMS, R.J. 
Assay method forbiotin. 18-21, 

SNELL, E.E., & WRIGHT, L.D. Assay method 
for nicotinic acid. ° 

WILLIAMS, R.J., EAKIN, R.E., & MC MAHAN, J.R. 
Assay method for pyridoxin. 24-6. 

WILLIAMS, R.J., STOUT, A.K. ET AL. Assay 
method for inositol. 27-30. 

WILLIAMS, R.J., MC MAHAN, J.R., & EAKIN, RoE. 
Assay method for thiamin. 31-5. 

MITCHELL, H.K., & SNELL, E.E. Assay method 
for folic acid. 36. 

WRIGHT, L.D., MCMAHAN, J.R., ET AL. The B 
vitamins in normal tissues, autolysates. 
38-60. 

WILLIAMS, R.J., TAYLOR, A., & CHELDELIN, V.H. 
Changes in B vitamin content of tissues 
during development. 61-6. 

TAYLOR, A., MITCHELL, H.K., & POLLACK, M.A. 
Modification of B vitamin content during 
embryological development. 67-80, 
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31. Neurelogy; Psychiatry 
Arch. Neur. Psychiat., 


GIBBS, E.L., GIBBS, F.A. ET AL. Regulation 
of cerebral carbon dioxide. 879-89. 

PEYTON, W.T., & BAKER, A.B. Epidermoid, 
dermoid and teratomatous tumors of. the 
central nervous system. 890-917. 

HEILBRUNN, G., & WEILL, A. Pathologic 
changes in the central nervous system in 
experimental electric shock. 918-30. 

EVANS, W.A. JR. An encephalographic ratio 
for estimating ventricular enlargement 
and cerebral atrophy. 931-7. 

ARING, C.0D., & SABIN, A.B. Fatal infectious 

polyneur itis in childhood; infectious 

nam ome acute polyneuritis with 
facial diplegie, Guillain-Barre syndrome 
and Landry's paralysis. 938-42. 

JERVIS, G.A. Pamilial mental deficiency 
akin to amaurotic idiocy and ~ orem 

an apparently new type. 943-6 
BALSER, B.H. Alternating tremor and its re- 
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“Nurs. Times, Lond., 1542, 38; 


LOVELOCK-JONES, ¥.D. Infantile pyloric step. 


osis. 320; passim. Tre: 8 
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pee development in hifocal history, 





lation to cortical pathways. 962-70. 

AKELAITIS, A.J., RISTEEN, W.A. ET AL. 
Studies on the corpus callosum; a 
tribution to the study of dyspraxia and 
apraxia following partial and complete 
section of the corpus callosum. 971-1008. 

LEVY, N.A., SEROTA, H.M., & GRINKER, R.R. 
Disturbances in brain function following 
convulsive shook therapy; electroen- 
-cephalographic and clintosl studies. 
1009-29. 

PENFIELD, W. Clinical notes from a trip to 
Great Britain. 1030-6. 

NEUSTAEDTER, M. Choreoathetosis and athe- 
tosis; a clinicopathologic report. 1058- 
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60. 

LYNN, J.G. Mimetic smiledness as related to 
handedness; an indicator of basic modes 
of human adaptation. 1060-5. 
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» E.L. The investigation of person- 
ality in patients treated by prefrontal 
ge 276-81. 

FLEMING, G.W.T.H.* Some pole remarks 
on age Ng leucotonmy. 

HEMPHILL, R.E. Forms of = on of the 
electrical resistance of the skin re- 
lated to certain —- and endoc- 


age 

L.S. Auxiliary genes for de termin- 
i eex as contributory causes of mental 
illness. 306-16. 

mo M.B. The measurement of dementia. 31 


ANDERSON, E.¥. Psychiatric syndromes follewr- 
ing blast. 328-40, 
FLEMING, G.¥.T.H., & NORMAN, R.M. Arhinen- 
with incomplete separation of 
the cerebral hemispheres. 341-3. 
AKENHAM-WALSH, R. Bistovol as an 
to malaria in general paralysis. 
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Optic. J-, t No. 
ah JR. Public relations in action, 
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AYERS, M.B. A Workman is no better than 
his syes. 456-61. 
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-— BabeBne @ SUGGIT, S.C. Brain abscess, 


BADCOCK, M. Speech therapy for certain 
vocal disorders. 101-12. 
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Meniere's disease; — ime 
jection of the labyrinth. 120-2 
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NELSON, B.E. Hard of hearing pupils in 
schools for the deaf. 325-8, 
MONTAGUE, H. Hiring the handicapped. 337, 


35. Pathelegy 
"Phy topathology, 1042, 32; 


LIVINGSTON, J.E. The peedeanee of resist- 
ance to Ustilago nuda. 451-66. 

PINKARD, J.A., & BOZOVAISKY, L.S. A. method 
for the culture of seedlings and small 
Plants in sunlight under —— tea 
perature conditions. 467-76 

—" M.M., & MORRIS, H.E. Control of 

seedling diseases of sugar beets in Mor 
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ae Be Erysipelas; its cause and treat- 
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RHOADS, A.S. Notes on Clitocybe root rot of 
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-L. The fungioci 
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Res. Q. Am. Ass. » ’ : 


Tren. argent. pediat., 1522, 17: (Har .) 
py PHYSICAL education as a profession. 131-45. 


QUMERSINDO SAYAGO, ARENA, A.R., & DEGOY, A. | |KELLER, L.F. The relation of quickness of 
pf. Estudio de la alergia en la revacuna- bodily movement to success in athletics. 
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CASTILLA, C.R., & AGUIRRE, R.S. Bloqueo strength index of ninth-grfade boys. 169- 
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cular terminal. 289. HENRY, F. Functional tests; some effects 
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MMON GUERRA, A.U. Homorragia cerebromen- vascular test scores. 185-200. 
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action, con lesiones tuberculosas. 299. LEIGHTON, J.R. A simple objective and re- 
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303. JACKSON, C.0. Activities engaged in by 
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37 high schools of Illinois. 242-61. 
outils . Pharmacelegy; Pharmacy HEWITT, J.E. The graduate major in phy- 
sical education. 252-6. 
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4l. Photetherapy 
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— NOMENCLATURE (The) of steroid hormones. 189. | |scuinz, H.R. Neues zur Aetiologie und Bi- 
TRAY unite for Russia. 191. coaeie A Krebses. 19-53. . 
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43. Surgery; Traumatelegy 
(June ) 


June 


JAEGER, J.R. Neurosur 

RANEY, R.B. Surgical 
al canal and the si 
acter of pain in differential diagnosis 
and localization. 185-91. 

HYNDMAN, O.R. Tic dowloureux; partial sect- 
tons of the sensory root of varying 
extent. 192-9. 

JAEGER, J.R. Reducing the operative mortal- 
ity "of intracranial tumors. 200-5. 

VORIS, H.C., & LANDES, H.E. The therapy of 
the neurogenic bladder. 206-15. 

HAMBY, W.B. Intracranial aneurysms of the 
internal carotid artery and its branches. 

HUDSON, 0.C. Lesions of the external perone- 
al nerve; relief by transplantation. 223. 

FLOTHOW, P.G. Observations on herniated 
dises and hypertrophied ligamentum flavum. 
225-32, 

WATTS, J.W., & FREEMAN, W. Secteet aspects 
of aga gg lobotomy. 233-40 

SNODGRASS, S.R. Subdural hematoma. 241-7. 

— U. Traumatic subcortical hematoma. 


ry. 183. 
esions about the spin- 


ROMAN, D. The president's page. 252. 


vv. mex. cir., ® : ° 


RICCI, J.V. Modifivtacion a la cesarea extra- 
aac de Physick-Frank-Sellheim. 5l- 


GONZALEZ ULLOA, M. Un nuevo aparato para 
fracturas nasales. 65-76. 

MELO, V.F. Anestesia general por pentotal 
sodico y pantopon por via endovenosa. 77- 


ORTIZ PEREZ, J. Consideraciones al margen 
de una visita @ una maternidad norteamer- 
icana. 82-90. 


~~~ Surg. Business, 1042, 6: No. 6, 


REGESTRATION of diathermy apparatus ordered 
by —— 1 Comftunications Commission. 9. 

NOVINS, J.K. Civilian defense; what the 

dealer can do about it. 10-22, 


45. Tropical Medicine 
op. t: 


ESTRADA, J., & GARCIA, E. Ascaris lumbri- 
coides in the common bile-duct; report 
of a case. 33-6. 

LIU, SHAO-KWANG, CHANG, YAO-TEH, & CH'UAN 

TZ'E-KWANG. Yatanine, an antiamoebic drug; 
@ preliminary report. 36. 

—_ public health report of the Province 

of Crissa for the year 1939. Suppl., 9. 
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GOHAR, M.A., & ELIAN, A ison of 


« Compar 
some methods of sterilization of anti- 
typhoid vaccines. 41-8. 


46. Tuberculesis 


PERNANDES, H.P. An investigation into the 
syuptomatology of pleural aspirations in 
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gnificance of the char- 
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DISCOVERY (The) of symptomless pulmonary 
tuberculosis; the policy of the 
National Association for the Preventios 
of Tuberculosis. 56. 


49. Veterinary Medicine 


Zz. erh., 


ANDRES, J. Das Uterustonicum Metratonin 
zugieich ein Beitrag zur aetiologie, pi. 
agnose und Therapie der chronischen En. 
metritis und der Pyometra des Rindes, 
447; passin. 

ANDRES, J. Das Metratonin. 447-67. 

BOURGEOIS, E. Zur Frage Pathogenitat des 

Trypanosoma theileri. 467 

FRITSCII, E. Beitrag zur Methode des ventra- 
len Scheidenschnittes bei der Kastration 
der Kuh. 469. 


Z. ar erh., . : ‘ 


e- G. Aenderungen in der steatlic- 
des gelben Galtes der 
ates des Abortus Bang und der Rinder- 
tuberkulose. 89-99. 

HIRT, E. Die Formgestaltung des Jurapferds 
in den letzten 80 Jahren. 99. 

SPUHLER, V., & SIEGFRIED, T. Ueber cine 
akute Bleivergiftung beim Rind. 111-6. 

LEUTHOLD, A. Drei wenig bekannte Drucksch- 
den. 127-36. 

LARUE, A. Traitement des plaies par les fer- 
ments lactiques, Thermobacter ium helveti- 
cum. 136-43. 

BENOIT, R. De la gangrene symetrique du 
lapin. 144-9. 

KA S. Klinische Seobachtungen uber 
die ahem der Pferde. 153. 

STEFFAN. Zur Therapie des ansteckenden [at- 
arrhs der Luftwege des Pferdes. 153. 

REXROTH. Beitrag zum klinischen und path- 
ologisch-anatomischen Bild des ansteck- 
enden Katarrhs der Luftwege. 154. 

WAGENER. Kriegsb uber das Auftre- 
ten des ansteckenden Katarrhs der Luft- 
wege beim Pferde. 154. 

MEYER, 0. Die Beurteilung des neugeborene 
Fohlens unter besonderer Berucksichtiguy 
der Gliedmassen, 155-7. 
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ong J.G. Bacteriological methods for the 

large scale detection of mastitis. 145-7. 
SPRATLING, F.R., & KON, P.M. Dropsy of the 


foetal membranes in a bitch. 148. 
OCe, es » : 
SWANN, H.C. The topical application of sul- 


eae in weterinary practice. 17I4. 
ANDERSON, L.G. Bovine semeneeseeye, 179. 
GILLMOR, H. Weybridge tuberculin. 179. 
GRAY, E. The history of preventive mecici™ 

179. 


ann T.L. The competence of the nevly- 


ed. 180. 
50. Zeclegy 
ve ornia Ool., » 





DAMS, L. The natural history and class- 
i ification of the Mount Lyell salamanier, 
mesecsantes. platycephalus. 179-204. 
BEHLE, W.H. Distribution and variation of 
the horned larks, Otocoris alpestris, 
of western North america. 205-316. 
RICHARDSON, F. Adaptive modifications for 
tree-trunk foraging in birds. 317-68. 
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